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Technical Delegate’s Report 


The following parts and parameters have been replaced / changed during the Parc Ferme yesterday 


and today: 


Red Bull Racing Honda: 


Car 33: 


Car 11: 


Floor T-tray 
Skid hatch 
Forward plank 
Cantilever 


ES (new) 
CE (new) 


McLaren Mercedes: 


Car 04: 


LHS CV-boot O-ring 


Aston Martin Mercedes: 


Car 18: 


Rear TPMS antenna 


Alpine Renault: 


Car 14: 


Car 31: 


LHS and RHS CAC strap 


RHS lift pump 


Alfa Romeo Racing Ferrari: 


Car O7: Fuel pressure sensor 


RHS fuel hatch O-ring 


Haas Ferrari: 


Car 09: 1 floor stay helicoil 
LHS headrest exit panel 


Car 47: 2 floor stay helicoils 


All above parts have been replaced with the approval of the FIA technical delegate following a written 
request from the team concerned, this being in accordance with Article 34.2 of the 2021 Formula 
One Sporting Regulations. 


Jo Bauer 


The FIA Formula One Technical Delegate 


